CASA - DON MOTEL 


Four miles east of Windsor on No. 2 Highway. Near 
Walker Road stop light. R. R. No. 2, Oldcastle, Ont. 
Telephone CL 3-5016. Rest at Canada’s best. Always 
open. Cool in summer. Warm in winter. Each unit with 
tiled showers, T.V. and inner-spring mattresses. 
Approved by Duncan Hines. 
Owner-Manager Lyle Wogan 


Pub. by Sterling Photos, 143 Pitt Street, Cornwall, Ont. 
Made in U. S. A. z 
96607 


Genuine Natural Color Made By DEXTER PRESS, Inc., West Nyack, N. Y. 
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